
The development 
of Corona's new 
StrataShear 3 ™ 
blade technology 
is the first success- 
ful process that 
provides the best 
of both worlds, 
unmatched blade 
performance with 
long-lasting 
properties that 
dramatically 
reduce the 
force-to-cut. This 
patented formula 
is a metal alloy 
and fluoropolymer 
combination which 
reduces friction 
over the life of the 
blade. 



The Corona products 
shown on this page 
may include any of 
the following 
features. See specific 
product information. 




LOPPERS 




Patented StrataShear 3 ™ 
blade technology reduces the 
force-to-cut. 



AL 8260 

32" Heavy Duty Lopper 
w/StrataShear 3 ™ 

• Blade 2" diameter cutting capacity with 32" overall 
length 

• Lightweight, high-strength elliptical aluminum handles 

• Resharpenable, replaceable Radial Arc™ bypass blade 
of fully heated-treated forged Coronium™ steel alloy 

• Patented StrataShear 3 ™ blade technology 

• Forged slant-ground hook with self-cleaning deep sap 
groove 

• Forged-in bumper cups with Alcryn™ bumpers 

• Precision-made, self-aligning pivot bolt 

• Comfortable ergonomic grips 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-082604 / Qty.: 6 / Wt.: 20.0 / Pack: 4.5X15.88X33.5 
Cube: 1.39 / A: 2 -1/2" B: N/A C: 32" 

AL 8240 

26" Heavy Duty Lopper w/ 
StrataShear 3 ™ 

UPC; 038313-082604 / Qty.: 6 / Wt.: 17.0 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 2-1/2" B: N/A C: 26" 




AL 8150 

32" Bypass Lopper 
w/StrataShear 3 ™ 

• Blade 1 " diameter cutting capacity with 32" length 

• Lightweight, high-strength elliptical aluminum handles 

• Resharpenable, replaceable Radial Arc™ bypass forged 

• Coronium™ steel alloy 

• Patented StrataShear 3 ™ blade technology 

• Forged slant-ground hook with self-cleaning deep sap 
groove 

• Forged-in bumper cups with Alcryn™ bumpers 

• Precision-made, self aligning pivot bolt 

• Comfortable ergonomic grips 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-081508 / Qty.: 6 / Wt: 19.0 / Pack: 4.5X15.88X33.5 
Cube: 1.39 / A: 1-1/2" B:N/AC: 32" 




AL 8040 

26" High Density Vine Lopper 
w/StrataShear 3 ™ 

• Blade 1" diameter cutting capacity with 26" overall 
length 

• Lightweight, high-strength elliptical aluminum handles 

• Resharpenable, replaceable Radial Arc™ bypass blade 
of fully heat-treated forged Coronium™ steel alloy 

• Patented StrataShear 3 ™ blade technology 

• Forged slant-ground hook with self-cleaning deep sap 
groove 

• Forged-in bumper cups with Alcryn™ bumpers 

• Precision-made, self-aligning pivot bolt 

• Comfortable ergonomic grips 

• Made in USA 

PRO / FORGED IN USA / 
LIMITED LIFETIME WARRANTY 

UPC: 038313-080402 / Qty: 6 / Wt: 12.0 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 1" B: N/A C: 26" 



AL 8020 

19" Vine Lopper w/StrataShear 3 ™ 

UPC: 038313-080204 / Qty: 6 / Wt: 11.0 / Pack: 5.75X12.63X23.63 
Cube: 0.99 / A: 1" B: N/AC: 19" 



AL 8130 

26" Bypass Lopper w/ 
StrataShear 3 ™ 

UPC: 038313-081300 / Qty: 6 / Wt: 17.0 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: N/A C: 26" 

AL 8120 

21" Bypass Lopper w/ 
StrataShear 3 ™ 

UPC: 038313-081201 / Qty: 6 / Wt: 14.0 / Pack: 5.75X12.75X23.75 
Cube: 0.99 / A: 1-1/2" B: N/A C: 21" 
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AL 6511 

26" Professional Aluminum 
Handle 

• High Torque 2" diameter cutting capacity with 

• 26" overall length 

• Maximum high-torque cutting action 

• Lightweight, high-strength elliptical aluminum 
handles 

• Resharpenable, replaceable Radial Arc™ 
bypass blade of fully heat-treated forged 

• Coronium™ steel alloy 

• Deeply curved, forged slant-ground hook with 
self-cleaning deep sap groove 

• Forged-in bumper cups with Alcryn™ bumper 

• Precision-made, self-aligning pivot bolt 

• Comfortable, rugged molded polyethylene 
grips 

• Made in USA 

PRO / FORGED IN USA 
LIMITED LIFETIME WARRANTY 

UPC: 038313-002275 / Qty.: 6 / Wt: 
Cube: 1.16 / A: 2" B: N/AC26" 




WL 6490 

Professional Super Duty 
Bypass Lopper 

• 3" diameter cutting capacity with 37" overall 
length 

• Resharpenable, replaceable Radial Arc™ bypass 
blade of fully heat-treated forged Coronium™ 
steel alloy 

• Forged slant-ground hook with self-cleaning sap 
groove 

• Heavy-duty spring-loaded ShockStop™ bumper 

• Eyelet for shoulder harness attachment 

• Precision-made, self-aligning pivot bolt 

• Tapered hickory hardwood handles 

• Made in USA 

PRO / FORGED IN USA 
LIMITED LIFETIME WARRANTY 

UPC: 038313-004293 / Qty.: 2 / Wt.: 14.0 / Pack: 2X18.5X39 
Cube: 0.84 / A: 3" B:N/AC:37" 



3.0 / Pack: 4.88X14.75X27.75 



WL 6481 

36" Heavy Duty Professional 
Bypass Lopper 

• 2" diameter cutting capacity with 36" overall 
length 

• Resharpenable, replaceable Radial Arc™ forged 

• Coronium™ steel alloy blade 

• Heavy-duty, forged hook with self-cleaning sap 
groove 

• Precision-made, self-aligning pivot bolt 

• Forged-in bumper cups with Alcryn™ 

• ShockStop™ bumpers 

• Tapered hickory hardwood handles 

• Comfortable, non-slip grips 

• Made in USA 

PRO / FORGED IN USA 
LIMITED LIFETIME WARRANTY 

UPC: 038313-064808 / Qty.: 6 / Wt.: 23.0 / 5.25X17.38X37 
Cube: 1.95 / A: 2-1/4" B: N/A C: 36" 

WL 6461 

32" Heavy Duty Professional 
Bypass Lopper 

UPC: 038313-064600 / Qty: 6 / WL: 21.0 / Pack: 4.5X15.88X33.5 
Cube: 1.39 / A: 2-1/4" B: N/A C: 32" 




WL 6381 

30" Professional Bypass 
Lopper 

• 1 " diameter cutting capacity with 30" overall 
length 

• Resharpenable, replaceable Radial Arc™ forged 

• Coronium™ steel alloy blade 

• Forged hook with self-cleaning sap groove 

• Precision-made, self-aligning pivot bolt 

• Forged-in bumper cups with Alcryn™ 

• ShockStop™ bumper 

• Tapered hickory hardwood handles 

• Comfortable, non-slip grips 

• Made in USA 

PRO / FORGED IN USA 
LIMITED LIFETIME WARRANTY 

UPC: 038313-063801 / Qty: 6 / Wt: 17.0 / Pack: 4.5X15.88X33.5 
Cube: 1.39 / A: 1-1/2" B: N/A C: 30" 

WL 6361 

26" Professional Bypass 
Lopper 

UPC: 038313-063603 / Qty: 6 / Pack:16.0 / 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: N/A C: 26" 

WL 6341 

22" Professional Bypass 
Lopper 

UPC: 038313-063405 / Qty: 6 / Wt.: 15.0 / Pack: 5.75X12.63X23.63 
Cube: 0.99 / A: 1-1/2" B: N/A C: 22" 



WL 6431 

26" Heavy Duty Professional 
Bypass Lopper 

rUPC: 038313-064303 / Qty: 6 / Wt.: 17.0 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 2-1/4" B: N/A C: 26" 
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For trimming 
larger branches 
and limbs, 
Corona gives you 
a choice of con- 
ventional loppers 
with handles of 
lightweight top 
grade hickory 
wood, strong 
pultruded fiber- 
glass, or tubular 
steel. For even 
greater cutting 
capacity, select our 
compound-action 
bypass and anvil 
fiberglass handle 
models to get 
three times the 
cutting power of 
conventional 
loppers. 



The Corona products 
shown on this page 
may include any of 
the following 
features. See specific 
product information. 




WL 6321 

20" Professional Bypass Vine 
Lopper 

• Designed for light duty, close quarters cutting of 
grape vines and dense shrubs, or detail pruning of 
roses, patio trees and shrubs 

• Radial Arc™ ground Coronium™ alloy steel bypass 
blade for the cleanest, closest cut, and longer edge 
retention 

• Larger bearing surface enables larger cuts with 
minimal hook/blade deflection 

• Tapered 14" hickory handles with comfortable 
non-slip grips minimize fatigue 

• Made in USA 



UPC: 038313-063207 / Qty.: 6 / Wt.: 12.0 / 

Pack: 5.75X12.63X23.63 

Cube: 0.99 / A: 1" B: N/A C: 22" 




AL 4130 

26" Gear Action Aluminum 
Handle Bypass Lopper 

• 1-1/2" diameter cutting capacity 

• Unique gear design multiplies your cutting power 

• Fully heat treatednigh-carbon steel bypass cutting 
head 

• Teflon™ coated blade for easy clean cuts 

• Lightweight, strong aluminum handles with 
ergonomic grip 

UPC: 038313-041304 / Qty.: 6 / Wt.:16.5 / Pack: 27.5X12.5X3 
Cube: 0.6 / A: 1-1/2" B: NAC: 26-1/2" 

AL 4120 

21" Gear Action Aluminum 
Handle Bypass Lopper 

UPC: 038313-041205 / Qty.: 6 / Wt.: 15.4 / Pack: 22X11.5X3 
Cube: 0.4 / A: 1-1/2" B: NAC: 21-1/2" 




AL 4110 

28" Compound Action 
Aluminum Handle Bypass 
Lopper 

• 1 " diameter cutting capacity 

• Compound cutting action triples your cutting power 

• Resharpenable, PTFE-coated nigh-carbon steel 
bypass blade 

• Slant ground hook with sap groove 

• Lightweight, strong aluminum handles 

• Ergonomic co-molded grip 

UPC: 038313-041106 / Qty: 6 / Wt.: 19.8 / Pack: 30X14.5X3 
Cube: 0.7 / A: 1-1/2" B: NAC: 29" 




( 
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FL 3460 

Compound Action Bypass 
Lopper 

• 2" diameter cutting capacity 

• Four-bar compound linkage triples your cutting 
power 

• Resharpenable, PTFE-coated high-carbon steel 
bypass blade 

• Slant ground hook with sap groove 

• 24" fiberglass handles 

• Extra-long 8" non-slip foam grips 

UPC: 038313-044367 / Qty: 6 / Wt: 22.0 / Pack: 5.63X14.25X32 
Cube: 1.49 / A:2" B: NAC: 31-3/4" 



A 



FL 3450 

Compound Action Anvil Lopper 
w/Extendable Handles 

• 1 " diameter cutting capacity 

• Fully heat-treated cutting head 

• Blade is Teflon™ coated for easy cutting and is 
replaceable 

• Lightweight, strong fiberglass handles extend 21 " 
to 33" 

• Compound action multiplies your cutting power 

• Cushioned grips for comfort 

Upc: 038313-634506 / Qty: 6 / Wt.:22.5 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: NAC: 27" 




AL 3390 

32" Power Bearing Lopper 

• 1" cutting capacity, 32" overall length 

• Lightweight aluminum reinforced handles 

• High-carbon steel blade is fully heat treated and 
replaceable 

• Nylon serrated inset on hook provides extra holding 
power and prevents limb damage 

• Blade glides along stainless steel power bearing for 
reduced friction, maximum shearing action and easy 
cutting 

• Teflon™ coated blade eases cut and is replaceable 

• Comfortable co-molded grips 

UPC: 038313-633905 / Qty: 6 / Wt.: 18.0 / Pack: 4.625X15.75X33.5 
Cube: 1.39 / A: 1-1/2" B: NAC: 32-3/4" 



FL 3420 

Compound Action Anvil Lopper 

• 2" diameter cutting capacity 

• Four-bar compound linkage triples your cutting 
power 

• Resharpenable, PTFE-coated high-carbon steel blade 

• Replaceable blade and anvil 

• 24" fiberglass handles 

• Extra-long 8" non-slip foam grips 

UPC: 038313-044381 /Qty: 6 / Wt: 23.0 / Pack: 5.63X14.25X32 
Cube: 1.49 / A:2" B: NAC: 31-3/4" 
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FL 3410 

26" Fiberglass Handle Lopper 

• 1 " diameter cutting capacity 

• Resharpenable forged Radial Arc™ bypass 
blade 

• Drop-forged Coronium™ steel alloy 

• Precision-made, self-aligning pivot bolt 

• Precision forged slant ground hook with sap 
relief 

• Pultruded reinforced core fiberglass handles 

• Comfortable, non-slip grips and ferrule are co- 
molded to handle 

• Made in USA 

FORGED IN USA 

UPC: 038313-034108 / Qty.: 6 / Wt: 19.0 / 
Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: NAC: 26" 



WL 3380 

Compound Action, Wood 
Handle Anvil Lopper 

• 1 " diameter cutting capacity 

• Compound action multiplies your cutting 
power 

• Anvil cutting head is high-carbon steel fully 
heat-treated 

• Blade is Teflon™ coated for easy, clean cutting 
and is replaceable 

• Solid wood handles with comfortable grips 

• Ideal for cutting dead or frozen wood 

UPC: 038313-033804 / Qty.: 6 / Wt: 21.0 / Pack: 
32X18.875X5.25 Cube: 1.49 / A: 1-1/2" B: NAC: 29" 



WL 3351 

26" Bypass Lopper 

• 1 " diameter cutting capacity 

• Resharpenable, forged Radial Arc™ bypass 
blade 

• Drop-forged Coronium™ steel alloy 

• Precision slant-ground hook with sap groove 

• Precision-made pivot bolt 

• Bolt-on top-grade hickory handles 

• Comfortable, non-slip grips 

• Made in USA 

FORGED IN USA 

UPC: 038313-005269 / Qty.: 6 / Wt.: 16.0 / 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: NAC: 25" 



RL 3530 

Mini Ratchet Lopper 

• 1 " diameter cutting capacity 

• Overall length is 16 " 

• Lightweight, strong fiberglass reinforced nylon 
construction 

• Teflon™ coated high-carbon steel blade for 
easy cutting is replaceable and fully 
heat-treated 

• Ratchet action multiplies cutting power while 
providing easy cut 

UPC: 038313-635305 / Qty: 6 / Wt.: 7.5 / Pack: 6.5X7.25X16.5 
Cube: 0.45 / A: 1" B: NAC: 16-1/4" 





FL 3470 

21"-33" Compound Action 
Fiberglass Extendable Handle 
Bypass Lopper 

• 2" diameter cutting capacity 

• Four-bar compound linkage triples your cutting 
power 

• Resharpenable, PTFE-coated high-carbon steel 
bypass blade 

• Slant ground hook with sap groove 

• Ucjhtwekjht, strong fiberglass handles extend 

• Cushion grips for comfort 

UPC: 038313-034702 / Qty: 6 / Wt.: 24.3 / Pack: 29X14X4 
Cube: 0.9 / A:2" B: NAC: 28" 



WL 3370 

Compound Action, Wood 
Handle Bypass Lopper 

• 1 " cutting capacity 

• Compound action multiplies your cutting 
power 

• Bypass cutting head is high-carbon steel fully 
heat treated 

• Bypass blade is replaceable and Teflon™ coated 
for easy; clean cuts 

• Solid wood handles with comfortable grip 

UPC: 038313-633707 / Qty: 6 / Wt: 21.0 / Pack: 
5.25X13.875X32 Cube: 1.49 / A: 1-1/2" B: NA C: 29- 




SL 3310 

24" Bypass Lopper 

• 1 " diameter cutting capacity 

• Resharpenable, precision-ground high-carbon 
steel blade 

• Tubular steel handles 

• ShockStop™ bumper 

• Precision-made pivot bolt 

• Comfortable, non-slip grips 

UPC: 038313-005245 / Qty: 6 / Wt: 15.0 / Pack: 4.88X14.75X27.75 
Cube: 1.16 / A: 1-1/2" B: NAC: 25" 
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